The Secretary's Office of Assessments proposes no penalty
points for respondent's size or history of previous violation.
Negligence points are assessed for all citations except number
583699 (fire extinguishers).  The assessment points proposed for
gravity appear to be in order.

The Office of Assessment failed to credit respondent with any
good faith, but each citation shows respondent abated the violative
condition.  By virtue of that fact, the Secretary's proposed assess-
ments appear to be excessive.

The proposed assessments should be modified as follows:

Citation No.

583694
583695
583697
583698
583699
583700

(guards not secured)
(unguarded belt)
(unguarded D belt)
(splices not insulated)
(fire extinguishers)
(failure to report)

Original
Proposed

$ 44
44
44
34

8

8

'Disposition

$

25

25

25

20

6

6

ORDER

Based on the facts and conclusions of law recited herein, I
affirm the following citations and assess the penalties as noted
thereafter:

1.

Citation No

583694
583695
583697
583698
583699
583700

Penalty

$ 25
25
25
20

6

6

2.  Respondent is ordered to pay the sum of $107 within
40 days of the date of this order.

Distribution:

tive Law Judge

Robert J, Lesnick, Esq., Office of the Solicitor, U.S. Depart-
ment of Labor, 1585 Federal Building, 1961 Stout Street, Denver,
Colorado 80294 (Certified Mail)

Mr. William Curl, President, Superior Rock Products Company,
440 West 700 South, Mt. Pleasant, Utah 84647 (Certified Mail)
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